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SUB J : FDA REPRESENTATIVE ATTENDING INTERNATIONAL MEETING. 

1 . FDA ADVISES THAT MR. JOHN C. VILLFORTH, DIRECTOR. 

BUREAU OF RADIOLOGICAL HEALTH WILL BE IN EUROPE SEPTEMBER 
28-OCTOBER 8, 1976. 

2. MR. VILLFORTH WILL ATTEND AND PARTICIPATE IN THE 
MEETING OF THE INTERNATIONAL RADIATION PROTECTION ASSOC- 
IATION (IRPA) WORKING GROUP ON NON-IONIZING RADIATION IN 
WARSAW SEPTEMBER 27-OCTOBER1, AND WILL PARTICIPATE AS 
CHAIRMAN OF THE INTERNATIONAL MEETING COMMITTEE (SCIENTIFIC) 
OF THE IRPA IN PARIS OCTOBER 2-8. 

3. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. ROBINSON 
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